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-9005230138  Amends   184,184   &   181   to   Licenses   DPR-38.DPR-47   &   DPR-55,
respectivelyjncreasing max linear heat rate at 2-ft core level for specified periods of
fuel burnup.
MATTHEWS.D.B. Project Directorate II-3. 90/05/10. 9pp. 53902:343-53902:351.

-9005230139 Safety evaluation supporting Amends 184,184 & 181 to Licenses DPR-
38.DPR-47 & DPR-55,respectiveiy.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/10. 4pp.
53902:352-53902:355.

-9005230142 Notice of issuance of Amends 184,184 & 181 to Licenses DPR-38.DPR-
47 & DPR-55,respectively.Amends revise Tech Specs to allow increase in linear heat
rate at 2-ft core elevation level for plant.
WIENS.LA. Project Directorate II-3. 90/05/10. 2pp. 53902:356-53902:357.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list end.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list end.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp, 53903:001-53903:277.

-9003300127 Suppi 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOWJ.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005220224 Discusses status of safety & performance improvement program portion of
B&W Owners Group EOP review project.

O'CONNOR.W.T. Babcock & Wilcox Operating Plants Owners Group. 90/05/16.
CRUTCHFIELD.D. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp.
53918:123-53918:124.

Q. Inspection reports, IE Bulletins & correspondence

9004270292 Requests extension for completion of all corrective actions in response to
violations noted in Insp Repts 50-269/89-25, 50-270/89-25 & 50-287/89-25 until
901015.Addl time required to complete revs to affected station directives.
TUCKER.H.B. Duke Power Co. 90/04/10. Document Control Branch (Document Con-
trol Desk). 1p. 53634:073-53634:073.

9004250080 Forwards Insp Repts 50-269/90-08,50-270/90-08 & 50-287/90-08 on
900218-0324 & notice of violation.

HERDT.A.R. Region 2, Ofc of the Director. 90/04/11. TUCKER.H.B. Duke Power Co.
3pp. 53600:077-53600:094.

-9004250081 Notice of violation from insp on 900218-0324.Violation noted:corrective
actions inadequate to preclude reactor bldg cooling unit inoperability due to heat
transfer surface fouling.
HERDT.A.R. Region 2, Ofc of the Director. 90/04/11. 2pp. 53600:080-53600:081.

-9004250083 Insp Repts 50-269/90-08,50-270/90-08 & 50-287/90-08 on 900218-
0324.Violations noted.Major areas inspected: operations.surveillance testing.maint
activities,review of LPDR & insp of open items.

SKINNER.P.H., WERT.LD., DESAI.B.B. Region 2, Ofc of the Director. 90/04/10.
13pp. 53600:082-53600:094.

9004250180 Forwards Insp Repts 50-269/90-10,50-270/90-10 & 50-287/90-10 on
900312-16.No violations or deviations noted.

JULIAN.C.A. Region 2, Ofc of the Director. 90/04/16. TUCKER.H.B. Duke Power Co.
3pp. 53598:133-53598:143.

-9004250183 Insp Repts 50-269/90-10,50-270/90-10 & 50-287/90-10 on 900312-
16.No violations noted.Major areas inspected:review of completed power escalation
tests for Unit 3,Cycle 12 & review of procedures used in thermal power monitoring.
BURNETT.P.T., BELISLE.G.A. Region 2, Ofc of the Director. 90/04/09. 8pp.
53598:136-53598:143.

9004250201 Forwards Insp Repts 50-269/90-09,50-270/90-09 & 50-287/90-09 on
900305-09 & 12-16.NO violations or deviations noted.

JULIAN.CA Region 2, Ofc of the Director. 90/04/17. TUCKER.H.B. Duke Power Co.
4pp. 53605:091-53605:108.

-9004250203 Insp Repts 50-269/90-09,50-270/90-09 & 50-287/90-09 on 900305-09 &
12-16.No    violations    or    deviations     noted.Major    areas     inspected:inservice
testing.complex surveillance & action on previous insp findings.
TINGEN.S., TAYLOR.P., BELISLE.G.A. Region 2, Ofc of the Director. 90/04/10. 14pp.
53605:095-53605:108.

9005010319 Advises that updated inservice testing program & response to Generic Ltr
89-04 will be submitted in Nov 1990.

TUCKER.H.B. Duke Power Co. 90/04/18. Document Control Branch (Document Con-
trol Desk). 1p. 53666:307-53666:307.

9005020173 Provides info re interpretation of bioassay measurements to assess intakes
of radioactive matl.

COLLINS.D.M. Region 2, Ofc of the Director. 90/04/24, TUCKER.H.B. Duke Power
Co. 3pp. 53679:210-53679:216.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York. Inc. 98pp. 53663:084-53663:183.

9005090046 Responds to NRC 900402 Itr re violations noted in Insp Repts 50-269/90-
06,50-270/90-06 & 50-287/90-06.Corrective actions: security terminated badges of
two Wometco employees & need to follow security requirements reinforced w/con-
tractors.

TUCKER.H.B. Duke Power Co. 90/05/02. Document Control Branch (Document Con-
trol Desk). 3pp. 53809:314-53809:316.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031. "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005170193 Ack receipt of 900216 Itr informing NRC of steps taken to correct violations
in Insp Repts 50-269/89-37,50-270/89-37 & 50-287/89-37.Metallurgical rept should
be available during closeout insp to clarify surface discontinuities.
MERSCHOFF.E.W. Region 2, Ofc of the Director. 90/05/04. TUCKER.H.B. Duke
Power Co. 4pp. 53858:149-53858:152.

9005170001 Forwards Insp Repts 50-269/90-11,50-270/90-11 & 50-287/90-11 on
900325-0421. No violations or deviations noted.

HERDT.A.R. Region 2, Ofc of the Director. 90/05/07. TUCKER.H.B. Duke Power Co.
3pp. 53865:238-53865:262.

-9005170002 Insp   Repts 50-269/90-11,50-270/90-11   & 50-287/90-11   on 900325-
0421.No violations or deviations noted.Major areas inspected:operations,surveillance
testing.maint activities, 10CFR21 program review & meeting w/local officials.
SKINNER.P.H., WERT.LD., DESAI.B.B.  Region 2, Ofc of the Director, 90/05/04.
22pp. 53865:241-53865:262.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005170146 Responds to NRC 900411 Itr re violations noted in Insp Repts 50-269/90-
08,50-270/90-08 & 50-287/90-08.Corrective actions: reactor bldg cooling units 3A &
3C cleaned & tested & parameters used to monitor thermal performance revised.
TUCKER.H.B. Duke Power Co. 90/05/10. Document Control Branch (Document Con-
trol Desk). 3pp. 53865:212-53865:214.

9005230273 Ack receipt of util 900502 Itr informing NRC of steps taken to correct viola-
tions noted in Insp Repts 50-269/90-06, 50-270/90-06 & 50-287/90-06.
CLINE.W.E. Region 2, Ofc of the Director. 90/05/16. TUCKER.H.B. Duke Power Co.
3pp. 53920:283-53920:286.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R, Periodic operating reports & related correspondence

9005030173 "Oconee Nuclear Station Environ Radiological Monitoring Program Annual
Operating Rept 1989." W/900430 Itr.
TUCKER.H.B. Duke Power Co. 89/12/31. 118pp. 53722:274-53723:031.

9005180105 Forwards monthly operating rept for Apr 1990 & corrected rept for Mar
1990 for Oconee Nuclear Station.

TUCKER.H.B. Duke Power Co. 90/05/15. Document Control Branch (Document Con-
trol Desk). 1p. 53878:054-53878:070.

-9005180106 Monthly operating repts for Apr 1990 for Oconee Nuclear Station.
WILLIAMS.R.A.,   MOSER.S.W.   Duke   Power   Co.    90/04/30.   15pp.   53878:055-
53878:069.

-9005180107 Corrected monthly operating status rept for Mar 1990 for Oconee Nuclear
Station.
* Duke Power Co. 90/03/31.1p. 53878:070-53878:070.

S. Reportable occurrences, LERs & related correspondence

9005090077 Summary of Operating Reactors Events Meeting 90-011 on 900502 re se-
lected events that occurred since 900418 brief ing. No significant events identified for
input into NRC performance indicator program.

BARANOWSKY.P.W. Events Assessment Branch, 90/05/03. ROSSI.C.E. Division of
Operational Events Assessment (Post 870411). 22pp. 53787:062-53787:083.sion of Operational Events Assessment (Post 870411). 90/05/24.
